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htt L208 GAS MASK 


U. S. BUREAU OF MINES APPROVED 


The trained fireman knows the value of modern gas mask protection— 
and the experienced fireman knows the outstanding quality of the 
M.S.A. ALL-SERVICE Gas Mask! Maintaining top standards of value 
and performance, this famous Mask provides approved protection against 
all smokes and gases (including carbon monoxide) under any con- 
ditions where a canister mask can be used; easy wearing comfort, 
well-balanced fit, wide-angled vision, speed of application .. . all the 
service advantages of a real firefighting safety appliance, designed 


and built to do a better job. Let us arrange a demonstration for you. 


MINE SAFETY APPLIANCES CO. 


BRADDOCK, THOMAS AND MEADE STREETS 
PITTSBURGH 8, PA. 


































A Complete 
ALARM SYSTEM 


For Volunteer Fire Departments 





THE GAMEWELL Fire ALARM System, de- 
signed especially for the smaller communities 
is characterized by its reliability, simplicity, 
low initial and maintenance costs — and 
Speed. 






lHE DiaPpHONE Horn provides coded signals ieneiene: thee 


directing your firemen to the scene of fire — or Operated by 
Compressed Air 
The Circuit is 
tye shown eonnected 
utilized. with the Electric 
Control Valve. 


your own siren or other public alarm may be 





Installation is simple — we supply complete 


directions. 





Write for new Booklet 
‘It Can Happen Here” 


GAMEWELL Fire ALARM Boxes 
, Connected In Series 
i In Closed Metallic Circuit 110 VOLT A.C. 









GaMEWELL Controt UNIT 
ViracuarpD SYSTEM 
With Self-Winding Register — Manual Trans- 
mitter for Sounding Alarms Received By 
Telephone — Control Switches — Test 
Switches and Instruments — Batteries, Recti- 
fiers and Line Terminals Mounted Within 


the Cabinet. 


THE GAMEWELL COMPANY 


Newton Upper Falls, Massachusetts 
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HE cover picture this month shows the Firemen’s Home 

of the State of New York. This friendly and well- 
equipped establishment is maintained by the Firemen’s 
Association of the State of New York for the benefit of aged 
volunteer firemen in need. This is believed to be the only 
such home for old volunteer firemen operated entirely by a 
state firemen’s association. A firemen’s home in New Jersey 
is conducted as a state institution. 

The New York firemen’s home is on high ground in the 
city of Hudson, N. Y., overlooking the Hudson River. There 
is a staff of some 43 employees under Superintendent Levi 
L. Rogers, governed by a Board of Trustees elected by the 
state Firemen’s Association. The board passes on applica- 
tions for admission to the home. At the present time 138 
old volunteer firemen are enjoying its facilities. 

Shown in the photograph are the central building contain- 
ing library, kitchen, dining hall, attractive dormitories, game 
rooms, and an enclosed steam heated porch with a beautiful 
view toward the river. The plant is completely protected by 
automatic sprinkler equipment and other approved fire pro- 
tection equipment. At the left in the picture is the museum 


filled with interesting fire fighting relics including a number 
of early fire engines of both steam and hand operated types. 

The right wing of the main home consists of an entirely 
modern and completely equipped hospital including operat- 
ing rooms and facilities permitting all possible care for the 
old firemen who have become bedridden and require medical 
or nursing service. 

In the right foreground are some of the farm buildings of 
the home which includes livestock, orchards, and gardens 
serving the needs of the occupants with fresh food of best 
quality. The grounds are beautifully kept with lawns and 
flowers in front of the buildings and provide a pleasant at- 
mosphere in which the old firemen may stroll or relax as 
they reminisce about conquests over the flames of yesteryear. 

This year it is planned to spend $30,000 as the start of 
an improvement program calling for $125,000 expenditures 
over the next five years in addition to the regular budget. 


N fire fighting, as in military operations, an adequate 

reserve force often is of paramount importance. A general 
would be considered in desperate straights if he committed 
his last combat troops and had no reserves to meet a fresh 
onslaught of the enemy from an unexpected quarter. So 
with fire fighting there is every reason to anticipate that a 
second fire may be more serious than the first. All too many 
great fires and conflagrations have resulted from the “second 
fire” that got away while the department was engaged else- 
where. If every piece of equipment and manpower is rolled 
on the first job, hundreds of other structures in the com- 
munity will be virtually without public fire protection. Of 
course, in very small communities there may be but one fire 
truck available, but even in such situations it is usually pos- 
sible to arrange a mutual aid plan so that subsequent calls 
will be covered. 

The importance of leaving adequate covering companies in 
quarters was shown some years ago in a large city. An alarm 
was received for a smoky cellar fire in a large five and ten 
cent store. Although the fire was confined largely to the 
basement, alarm followed alarm (largely precautionary) 
until a large proportion of the city’s fire apparatus was on the 
scene. At that inopportune time a pyromaniac started a 
series of major fires including a 3-alarm fire in a produce con- 
cern, a 3-alarm fire in a feed store, a 3-alarm fire in a grain 
storage building, a 4-alarm fire in a large garage and several 
other ‘‘working”’ fires. The situation was desperate until off 
duty firemen could be mobilized and outside companies 
brought in from distances up to forty miles. Ultimately the 
pyromaniac was apprehended and sentenced to an institu- 
tion for the insane. 

While it is desirable to have ample apparatus at the scene 
of every fire, consideration must be given to the possibility 
of a second and even a third fire breaking out. It has often 
been said that “fires come in threes.” This may be due to 
the fact that conditions favorable to one outbreak are also 
working at other locations. This should be kept in mind dur- 
ing springtime when warm, dry days favor grass and brush 
fires as well as building fires. 

It once occurred that a fire company was called to three 
separate fires within a few blocks of its station at precisely 
the same minute. A boy ran in the door reporting a nearby 
fire. While he was talking the phone rang giving the location 
of another fire a short distance away. Before the phone call 
was completed a box alarm was received for a third fire. 
Such occurrences warn us to always be prepared for another 
fire in addition to the one we are fighting. 
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Radio Communications for Volunteers 


By Assistant Chief C. W. Reynolds 


West University Place, Texas 


BOUT a year ago the volunteer 
firemen of West University Place, 
near Houston, Texas, conceived the 
idea of a short wave radio communica- 
tions system for the fire department. 
The siren was not covering the area 
and then, precious minutes were lost 
trying to find where the trucks had 
gone or in getting the location of the 
fire from the station. | Further, on one 
winter morning the siren had been 
frozen when a fire occurred at 4 A.M. 
How fine it would be if we could 
know where we were going, and to 
what kind of an incident when we left 
home. The idea was discussed with 
some electronic engineers of a large oil 
company who volunteered their serv- 
ices. They suggested a particular type 
of war surplus radio with a squelch, 
which would remain silent, except 
when a signal was being broadcast on 
the frequency on which the receivers 
were tuned. 

It was decided to purchase two sta- 
tion units, one as standby, four two- 
way mobile units and thirty receivers 
for firemen’s homes. Five citizens were 
contacted and in fifteen minutes the 
entire system was underwritten. 

After the news appeared in the local 
paper, the West University Place 





Driver G. E. King broadcasts a call or talks to other trucks, operating 


the mobile set on his apparatus. 


Lions Club sent a $100 check toward 
defraying the cost. Our Civic Club or- 
ganized a ‘Red Bucket Brigade” made 
up of citizens and firemen and riding 
two West University fire trucks and 
one borrowed from Bellaire, our neigh- 
bor, canvassed the city and collected 
more than $2,500 in four nights. 
Application was made to the Fed- 
eral Communications Commission, and 
while waiting for frequency assign- 
ment the men went to work, some 
building the forty-foot pipe antenna 
mast, while others built the thirty AC 
power packs and converted the re- 
ceivers from DC operation to AC. By 
the time these jobs were being com- 
pleted the FCC license arrived. Tests 


Driver C. B. Monthieth puts out a fire call over the fixed station units. The 
two station radio units are identical and a change over is made every thirty days. 
The fire phone on which calls are received has a tape across the dial so that it is 
open at all times and cannot be used for outgoing calls. 
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were started in July. While tests were 
going on the first alarm was received 
and five firemen arrived on the scene 
ahead of the truck. 

A permanent license was received in 
August and alarms have been clicking 
off ever since. The radio alarm works 
in the following way. Our man on duty 
answers the fire phone, jots down the 
address, picks up the microphone, 
presses a button on the radio panel 
which puts out a 1,000 cycle tone, then 
announces: “House fire, 3801 Uni- 
versity; plug, University and Auden” 

repeats — ‘House fire, 3801 Uni- 
versity; plug, University and Auden.” 
By the time the second announcement 
has started thirty men have started 
from their homes for the address. The 
first man passing the plug, stops there, 
and makes up the plug as the pumper 
passes. The rest proceed to the fire. 

All the trucks have two-way radio 
and can talk between trucks as well as 
with the station. This has a definite 
advantage. For instance if the pumper 
is a block away and around the corner, 
the Chief can call for more pressure or 
reduced pressure as required. 

One mobile unit is being reserved for 
a future first aid emergency truck, 
when the boys produce one. In addi- 
tion to this equipment, four field port- 
ables, battery operated, are being built 
for use in storm areas or at conflagra- 
tions such as that at Texas City. Two 
crews from West University worked 
there and know first hand what good 
use could have been made of radio, for 
example, between the dock area and 
the city headquarters (before Houston 
and State Police provided radio cars 
for communications). 
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Figures on installation completed 
(field sets were not contemplated at 
first and are considered extra), show 
total cost to be $2,300, for two com- 
plete fixed station sets, four mobile 
units, and thirty home receivers. Of 
course, we did all the work but it 
created lots of interest and brought our 
roster up to overflowing. 

A new 750 gpm American LaFrance 
“Invader” with 300-gallon tank was 
received in November, and carries a 
three section extension adder, 14 ft. 
roof ladder, 150 ft. booster line, two 
1\4-in. “fighting lines” 150 ft. long 
and connected to two outlets on the 
tailboard. Each is equipped with a 
fog nozzle. A 2'%-in. fog nozzle is 
also aboard, as well as Indian pump 
cans. In the hose bed is 1,300 ft. 
214-in. hose. Other equipment con- 
sists of an Emerson resuscitator, two 
Scott Air Pack masks with additional 
cylinders, and a flash camera. All 
other standard tools are included in 
the equipment. Previous equipment 
cons sted of one 500-gallon booster 
truck and one 650 gpm pumper. 

Additional space was required for 
the new truck. The City Council pro- 
vided a new fire truck house including 
an additional bedroom with shower, 
and space for a radio shop and meet- 
ings. Additional hose racks were built 
and installed in each station to ac- 
commodate the amount of hose each 
truck carries. Two additional paid 
drivers were hired bringing the comple- 
ment up to four, working 24 hours on 
and 24 hours off. At present, Bellaire, 
adjacent to our city, is installing a 
similar communications system. 


International Assn. of Fire Chiefs 
Appoints Executive Secretary 


HE International Association of 

Fire Chiefs has announced the ap- 
pointment of a permanent Executive 
Secretary. From among a number of 
well qualified applicants for the posi- 
tion, James E. Jagger was unanimously 
chosen. He took over on March 1, 
1948. “Ed” Jagger, as he is known to 
his many friends, was formerly Assist- 
ant Secretary to the American Society 
of Civil Engineers with Headquarters 
at 33 West 39th Street, New York 
City. He is a native of Holyoke, 
Massachusetts, and a graduate of 
Massachusetts Institute of Technol- 
ogy, Class of 1924. Ed is a very en- 
thusiastic “Fire Buff” and a member 
of the Bell Club of New York. 


Atlanta Auxiliary Fire Defense Corps 


By Harry Phillips, Fire Marshal 
Atlanta Fire Department 


HE Atlanta Fire Department with 

the cooperation of the Atlanta 
Chamber of Commerce has organized 
the Atlanta Fire Defense Corps for the 
purpose of organizing fire brigades in 
every type of building in Atlanta that 
is large enough to warrant a planned 
program for fire protection, fire fight- 
ing, and rescue methods. 

This is to be a permanent fire de- 
fense corps and is considered to be one 
of the best activities conducted by the 
Department. A sixteen-page pamphlet 
containing a course of instruction for 
the auxiliary fire defense corps has 
been prepared. Places of business that 
organize their fire brigades as set forth 
in this pamphlet are made a member of 
the Corps and are given a supply of 
attractive stickers stating ‘Member 
Atlanta Auxiliary Fire Defense Corps’”’ 
for display. 

For a number of years the Atlanta 
Fire Department has organized fire 
brigades in industrial plants and other 
organizations, but this is its first pro- 
gram of this kind organized on a city- 
wide basis. The Chamber of Com- 
merce and the following organizations 
are cooperating: hotels, hospitals, 
theatres, schools, office buildings, in- 
dustrial plants, retail stores, and others. 
The president of each organized group 
participating, has directed a letter to 
the membership calling attention to 
the importance of cooperating with the 
fire department in providing a planned 
program of fire defense. 

All members of the Auxiliary Corps 
are to complete a course in (1) fire pre- 
vention practices, (2) the care and use 
of auxiliary fire fighting equipment, 
(3) the proper methods of evacuating a 
building, and such other duties as they 
are to perform in event of fire. 

The course of instruction includes a 
suggested organization plan outlining 
the duties of the owner, manager, fire 
brigade chief, floor captains, monitors, 
and room searchers. There is a train- 
ing outline including extinguisher prac- 
tices, inspection of fire protection 
equipment including automatic sprin- 
klers, fire pumps, hose and first aid 
appliances. There are sections on care 
of fire brigade equipment; fire causes 
and hazards; inspectivn routines; fire 
fighting procedure; and reseue prac- 
tices. The training outline calls atten- 


tion to the NFPA Industrial Fire Bri- 
gades Training Manual as a valuable 
guide to instruction. 

Perhaps the most important piece of 
advice in the booklet is the final line: 
“Warning. Don’t fail to notify the 
Atlanta Fire Department immediately 
in case of fire!’ 


“Are Training Sessions Genuine?” 
Asks the ARKANSAS FIREMAN 


HE Arkansas Fireman for March 

1948 published by the Arkansas 
Fire Prevention Bureau tells of the 
feelings of a fire insurance engineer 
with regards to ‘‘drills” carried on by a 
fire department in that state. It con- 
tains some sound advice regarding the 
importance of up to date fire training 
programs. 

“Speaking of that inspector — he 
was around the station the other day 
feeling sort of low and it turned out 
that he had a pretty fair right to be. 
It seems that he gave a certain town 
credit for carrying on regular drills and 
one day a fellow who should know 
watched that department in action and 
reported that they made almost every 
mistake in the book. It seems that 
these “regular drills’ were nothing 
more than a regular “‘bull-session” at 
the monthly payday. We know that 
regular, progressive drills that actually 
teach the men how to handle fires are 
indespensable in the modern fire de- 
partment. If your department hasn’t 
had the State Fire Department In- 
spector around lately, get on the ball! 
He’s got a lot to teach you! After he 
leaves be sure you have a drillmaster 
that knows what he’s doing and con- 
tinue those drills regularly. Here’s the 
point in some more of that straight 
talk! That engineer is about to con- 
clude that if these drills aren’t recorded 
in the log book telling what was done 
at each drill and if the department’s 
diplomas with seals aren’t hanging on 
the wall of the station that either the 
department isn’t drilling or else they’re 
not accomplishing anything with their 
drills, and very little credit can be 
given for ‘bull-sessions.’ Let’s have a 
regular drill program in each depart- 
ment — record these drills, get your 
diplomas and keep after those seals!” 
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Nearly Million Dollar Loss in Chicago Plant 


N Sunday evening, February 8, 

Chicago firemen responded in 
near-zero weather to a still alarm in 
the Chicago Curled Hair Co., manu- 
facturers of rug pads, curled hair and 
sisal pads. Fire started on the second 
floor of Section 8, where workmen had 
been repairing.a hair dusting. machine. 
It was not discovered until burning 
material dropped through to the first 
floor where employees were working. 

Sprinkler heads in the immediate 
area operated and seemed to control 
the fire temporarily. The wet and dry 
sprinkler system in the plant was sup- 
plied by a gravity tank and by an 
automatic electric booster pump. Em- 
ployees attempted to contro! the fire 
with 1%-in. hose connected to the 
sprinkler system but the first line of 
hose was found clogged. 

While employees were using a sec- 
ond 1)%-in. line, a surge of flame, be- 
lieved due to ignition of dust and lint, 
flashed through that section of the 
plant causing employees to drop the 
line and run. A neighbor who saw 
flames coming through the roof tele- 
phoned the alarm. When firemen ar- 
rived one building was entirely in- 
volved and the fire had spread to upper 
floors of two other buildings. 

The extreme heat caused many 
sprinkler heads to operate in adjacent 
sections resulting in decreased pres- 
sure. The electric fire pump was in 
operation on arrival of the fire depart- 
ment, but shortly afterward the elec- 
tric supply failed because exposed 
power lines passing through the fire 
area were destroyed. The fire depart- 
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ment promptly connected pumpers to 
siamese connections and the sprinklers 
assisted the firemen in adjacent areas 
where fire doors blocked open with 
stock had permitted passage of fire. 

According to Chief Fire Marshal 
Anthony J. Mullaney, five alarms and 
two special calls following the initial 
alarm brought 33 engine, 5 ladder, 2 
tower, 2 high pressure, 3 squad com- 
panies, 2 light wagons, and 3 insurance 
patrols. 


The loss, including business inter- 
ruption damage, is estimated at 
$985,000. 


Home for Aged Women Scene of 
Dangerous Philadelphia Fire 


T 2:23 a.m. on March 3, Phila- 

delphia firemen received _ tele- 
phone and box alarms after occupants 
smelled smoke from a bad cellar fire in 
a home housing 180 aged women. The 
large structure was unsprinklered, had 
brick and stone walls but open stair- 
ways and wood-joisted floors. Flames 
spread upward to the third floor at one 
end of the building. 

Chief Engineer John C. Cost of the 
Philadelphia Bureau of Fire reports 
that three alarms were pulled due to 
the serious life hazard. While many of 
the old ladies were able to leave un- 
assisted, invariably they locked their 
doors when leaving their rooms, mak- 
ing it necessary for firemen to make 
forcible entry to all rooms to be certain 
that all occupants had escaped. Two 
occupants, aged 80 and 85, were over- 
come by smoke and removed to a 
hospital. 

Eleven engine companies, four truck 
companies, and a rescue squad fought 
the fire. Seven 214-in. and one 1)4-in. 
lines were used on various floors as all 
other available men carried out rescue 
operations. 


Below—Waltham, Mass. Five workmen were killed and 30 injured in a terrific 
explosion of wood flour dust used as a plastic filler in a plastics plant, at 11:07 P.M., 
March 8. The blast was felt for ten miles. Spectators rushing to the scene 
blocked fire apparatus and ambulances. It is reported that on previous occasions work- 
ers had left the plant hurriedly because of fumes and that last fall a fire involving 
plastic dust required two hours’ work by firemen. The NFPA Codes for the Prevention 
of Dust Explosions if followed should prevent or minimize the effects of such fires 
and explosions. The loss is estimated at $300,000. 


Charles L. Hanson, Jr 








7 Recent Fires — One Was the Firemen’s Lunch 


Left — Top to Botlom 


Ten men on the pipe shift line to avoid 
collapsing mercantile block during fire 
at Durango in southwestern Colorado. 
on Feb. 17. Loss estimated at over 
$500,000. 


Cleveland, Ohio. This terminal for three 
trucking companies suffered $554,500 
loss in fire attributed to small oil heater 
in office. According to Ist Asst. Chief 
James Nimmo, alarm was delayed while 
employees fought fire with extinguish- 
ers. Water supplies proved inadequate 
for large fire on Feb. 5. No sprinklers. 


Pittsburgh, Pa. Hoseman Gerald D. 
Levey was trapped and lost his life in an 
explosion while his company was at- 
ts tempting to rescue a woman employee 

trapped in basement of drug concern 
LO where employees had fought fire with 
extinguishers before giving an alarm. T. V. Little 
Flames rapidly destroyed the old 5 story 
brick, wooden-joisted, unsprinklered 
building. Chief William H. Davis esti- 
mated damage from this 6 alarm blaze 
on Feb. 21, at $500,000. 





Goldsboro, N. C. Weil’s Department 
Store, an old unsprinklered brick, wood- 
joisted structure was destroyed with 
$375,000 loss in near-zero weather, 
Feb. 9. Employees discovering fire in 
trash box near open elevator shaft used 
all available extinguishers before phon- 
ing alarm. Chief A. W. Gurley reports 
*k Acme fire had such headway on arrival of 
ht firemen it could not be saved. 





Right — Top to Bottom 


Ottawa, Ontario. The old No. 1 fire 
station built in 1886 was damaged on 
Feb. 5, while firemen were fighting 
another blaze. Chief Cray Burnett re- 
ported that firemen were cooking lunch 
when called out. They turned off the 
stove but a defective switch allowed 
current to continue flowing resulting 
in fire which required two alarms after 
discovery by police. 
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Philadelphia, Pa. A five alarm fire swept 
the Globe Solvent Co. on the morning 
of Feb. 6. According to Chief Engineer 
John C. Cost, before firemen arrived 
explosions of 5 gallon cans and 50 gal- 
lon drums of solvents had spread flames 
to three buildings and two trucks. Loss 
estimate: $500,000. 





Press Asan 


Trenton, N. Jj. Two serious fires in a 
week damaged business properties. The 
first on Feb. 10, when a _ kerosene 
salamander ignited tarpaulins used to 
cover the opening where a new rear 
wall was being erected for an old 4 story 
brick, wood-joisted, mercantile block. 
The watchman lost his life trying to 
fight the fire which had completely in- 
volved building when firemen arrived. 
Four deluge sets, ladder pipes and 10 
hand streams were operated by 14 
city and 7 volunteer companies directed 
by Chief Thomas |. Phelan. 


Trenton, N. j. This department store 
with an attractive modernized front 
suffered a fire on Feb. 14. Flames were 
confined to the 4th floor and roof space 
but early the next morning an entire 
wall of this 80 year old structure col- 
lapsed, apparently due to weaking 
of the old sand and lime mortar. The 
structure was demolished on orders of 
the building department. 





Acm: 
Acme 
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Stamp Proposed 
to Honor Volunteer Firemen 


HE Honorable J. Caleb Boggs, 

Representative at Large from 
Delaware, last month introduced into 
the U. S. House of Representatives a 
joint resolution to provide for the issu- 
ance of a special postage stamp series 
in honor of volunteer firemen. The 
resolution which has been approved by 
the Committee on Post Office and Civil 
Service reads as follows: 

“Resolved by the Senate and House 
of Representatives of the United States 
of America in Congress assembled, 
That, in honor of volunteer firemen 
and in commemoration of the three 
hundredth anniversary of the volunteer 
firemen service in the United States of 
America, the Postmaster General is 
hereby authorized and directed to issue 
as soon as practicable in 1948 a special 
postage stamp series of the denomina- 
tion of 3 cents and of such design and 
for such period as he may determine.” 

This proposal for a commemorative 
stamp series honoring volunteer fire- 
men has had warm reception from offi- 
cials of firemanic associations. Repre- 
sentative Boggs is interested in hearing 
from those desiring to support his 
resolution at hearings that may be 
called to consider the proposal. 

Among newspaper editorials com- 
menting upon the proposed series of 
stamps honoring volunteer firemen was 
the following in the Evening Journal 
of Wilmington, Del. 

“Anybody who knows the first thing 
about them will agree with Representa- 
tive Boggs that the nation’s volunteer 
firemen deserve to be honored on a 
commemorative stamp. They have 
earned this tribute over and over again. 

“Moreover, this would be a good 
year to pay it. For one thing, as the 
Delaware congressman has pointed out 
the unusually severe weather has given 
volunteer firemen plenty to do this 
winter. A stamp could call attention to 
the value of their freely-given services 
in time of need. For another, it hap- 
pens that it was just 300 years ago, in 
1648, that New York City (then New 
Amsterdam) established a volunteer 
fire patrol... . 

“Volunteer firemen have never been 
remembered on an American stamp 
and the sooner they get recognition the 
better. Fact is, the postal powers-that- 
be do not need to wait for the resolu- 
tion to be passed and, if they are at all 
quick on the uptake, they will seize on 
the Boggs idea and improve on it. Why 
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shouldn’t there be a series honoring 
volunteers and all firemen? One 
stamp could show the sturdy Dutch- 
men of New Amsterdam, another Bos- 
ton’s first company, another the old 
hand-pumper, another the horse-drawn 
fire engine, another a fireboat, and 
another a modern truck fighting the 
blaze. 

“Tt would make a colorful and edu- 
cational series. And it could be issued 
to call attention to the annual Fire Pre- 
vention Week next October. Why 
not?” 


Governor Dewey Appoints 
Fire Advisory Committee 


OVERNOR Thomas E. Dewey of 

New York has appointed an Ad- 
visory Committee of the Bureau of Fire 
of the Division of Public Safety estab- 
lished last year by act of the New York 
Legislature. The committee personnel 
is as follows: Chief Rudolph H. Swan- 
son, Jamestown, chairman; Edwin L. 
Ballard, Buffalo; Christian D. Becker, 
Lancaster; Assistant Manager A. Bruce 
Bielaski, National Board of Fire Un- 
derwriters; Perey M. Bryan, Auburn; 
Chief Harold J. Burke (ret.), New 
York City; William N. Cross, Utica; 
Gordon A. Howe, Rochester; Roswell 
D. Miller, Roslyn Heights; Joseph N. 
Mulholland, Troy; Ralph F. Rivers, 
Hudson Falls; Edward J. Smith, 





Firemen in Britain may lay aside their 
traditional costume for a new style out- 
fit somewhat resembling an aviator’s 
flying suit. The new design now being 
tested under fire conditions is made of 
waterproof material. It is fastened with 
one zip making buttons or hooks un- 
necessary. The metal helmet would also 
be replaced. The photo shows (left) 
the pre-war British fire clothing, (cen- 
ter) the new look, and (right) wartime 
costume. (see FIREMEN, October 
1947, page 13). 


Painted Post; Everett N. Stevenson 
Gouverneur; William D. Thomas, 
Binghamton; Benjamin T. West, East 
Sautauket; and Roi B. Woolley, Larch- 
mont. 

Commissioner Thomas W. Ryan, 
Director of the New York State Divi- 
sion of Publie Safety, has announced 
the appointment of Deputy Chief 
Thomas H. Coates of Rochester as 
Chief of the Bureau of Fire. The New 
York State Association of Fire Chiefs 
has endorsed the appointment of Chief 
Coates who has an outstanding reputa- 
tion as a fire officer and for his previous 
work in charge of the firemen’s training 
program for the Rochester Fire De- 
partment. 


52nd NFPA 
Annual Meeting in 
Washington, May 10-13 


HE 52nd NFPA Annual Meeting 

will be held at the Statler Hotel in 
Washington, May 10-14. Firemen, 
volunteer and paid, who may be able 
to attend one or more sessions are 
urged to do so and should find much of 
interest at each session. A detailed 
program for the meeting will be mailed 
to member fire departments with the 
April News Letter but the following 
highlights planned for the meeting 
may help firemen make plans to at- 
tend any or all sessions as their per- 
sonal schedules permit. 


Monday, May 10. Morning and afternoon 
sessions will be devoted to meetings of city and 
state fire marshals. A highlight will be an address 
by Lt. Col. B. M. Beers of the War Department 
on the new U. S. civilian defense program. The 
opening session of the regular annual meeting will 
be held Monday evening with addresses by the 
officers of the NFPA. 


Tuesday, May 11. In the morning, General 
Fleming of the Public Works Agency will report 
on the results of President Truman's fire preven- 
tion conference and the various governors’ con- 
ferences. A forum on the juvenile fire problem will 
occupy the afternoon. The evening program in- 
cludes two new movies about firemen: “Going to 
Blazes” a Metro-Goldwyn-Mayer production, and 
“Smoke Eaters” by RKO. 


Wednesday, May 12. A new report on fire 
gases research presented in the morning will be of 
personal concern to firemen. The afternoon will 
be available for visits to the FBI, the National 
Archives, U. 8S. Bureau of Standards, or to the 
D. C. Fire Department. The latter is anxious to 
welcome visiting members of the fire services. 
Wednesday evening, Chief Frank McAuliffe of 
the Chicago Fire Patrols, president of the Inter- 
national Assn. of Fire Chiefs will speak. Other 
items of special interest to firemen included at 
that session will be items on firemen’s training 
and industrial fire brigades. 


Thursday, May 13. The morning session will 
include reports on aviation fire safety with an 
address by H. L. Hansberry of the Civil Aero- 
nautics Administration. In the afternoon session 
NFPA members will vote on a proposal to raise 
NFPA dues from $10 to $12.50 annually. 
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MEMBERSHIP 


REPORT 


HERE are now 1,364 fire com- 
panies enrolled in the Volunteer 
Fire Company Section of the National 
Fire Protection Association with a 
total of 21,252 men receiving FrREMEN 
magazine, 
New members of the Volunteer Fire 
Section are: 
UNITED STATES 
Avondale Fire Co., No. 1, Avondale, Penn. 
Box “*41"’ Assn., Melrose, Mass. 
Brownsburg Vol. Fire Dept., Brownsburg, Ind 
Chase City Vol. Fire Dept., Chase City, Va. 
Clarkston Fire Dept., Clarkston, Mich. 
Fire Prevention Bureau—Md. State Firemen's 
Assn., Mt. Rainier, Md. 
Garfield Vol. Fire Dept., Willoughby Twp., Ohio 
Georgetown Fire Dept., Five Islands, Maine 
Lake View Fire Assn., Inc., Lake View, New York 
Landover Hills Vol. Fire Dept., Inc., Landover 
Hills, Md. 
Mooreland Fire Dept., Mooreland, Ind. 
Multnohmah County Fire Dept., Dist. No. 3, 
_Portland, Oregon 
No. Bellmore Fire Dept., No. Bellmore, N. Y. 
No. Haverhill Fire Dept., No. Haverhill, N. Y. 
Poland Vol. Fire Dept., No. 1, Poland, Ohio 
Warehouse Point Hose Co. No. 1, Warehouse 
Point, Conn. 
White Sulphur Springs Fire Dept., White Sulphur 
Springs, Mont. 


CANADA 
Rosetown Vol. Fire Brigade, Rosetown, Sask. 


National Fire Protection 
Association, International 
Associate Membership 


VOLUNTEER FIRE COMPANY SECTION 
‘$10 annual dues) Eligible: 


(1) all bona fide volunteer fire organiza- 
tions in any community. 


(2) all fire departments and companies 
- communities of less than 25,000 popula- 
ion. 


(3) all industrial fire brigades. 

Member volunteer fire companies receive 
ten copies of FIREMEN magazine each month, 
mailed to the homes of individual firemen. 
Beyond the ten, additional copies of FIRE- 
MEN cost $1 per year. 

Volunteer Fire Company Section members, 
receive, at their headquarters, one copy of 
= publications sent to NFPA associate mem- 
ers. 


ASSOCIATE MEMBERSHIP ($10 annual dues) 
Eligible: Individual fire department officers, 
firemen, and others interested in fire safety 
NFPA associate members in the fire service 
receive: one copy of FIREMEN magazine 
monthly, the NFPA Quarterly, the monthly 
News Letter, technical standards, popular 
bulletins and posters. 

All associate members have one vote in 
Association affairs. 


Gayland Clark 





FEDERAL ELECTRIC COMPANY, Inc. 


8717 S. State St 
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Model 67 
an all-purpose siren for 
heavy duty, character- 
ized by its deep tone. 
Model 78 
a double tone coaster 
out siren that has a full two 
e minute roll. 
: Model C-6 
Federal’s most powerful 
»coaster siren, supreme in 
und output and coast- 
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ate V Were’s Protection and Com- 
fort in Your Hazardous Work of Safeguard- 
ing Life and Property Against FIRE! 


Modern fire fighting calls for specialized protective clothing . . . clothing 
that safeguards the fireman’s life on every run . . . clothing that enables 
him to use his equipment to the fullest advantage. 


Every Midwestern product combines the thoughts and suggestions of 
practical Fire Chiefs and firemen from every section of the country . . 
and every purchaser profits from years of Midwestern research and ex- 
perience. That is we the famous Mackinaw Coat and other Mid- 
western clothing have embodied in their design every featare necessary 
for the protection and comfort of firemen 


In our vast selection of crude rubber materials you will find a type of 
fabric suitable for your climate and needs. The softness and flexibility 
in the high-grade materials used are your assurance of long time serviee 
and comfort. Many Fire Chiefs are now including Midwestern clothing 
in their regular yearly budget and by placing your order early you can 
be assured of this adequate protection when needed. 


For complete information have your Midwestern dealer show you our 
new garments now manufactured from crude rubber compounds. A 
letter to the factory will also bring you material samples for your 
inspection. 


We now have available: White, Ivory and Brown crude rubber coats for 
Chiefs, Assistants and other officers: also all sizes short and % length felt 
lined Firemen’s boels for immediale shipment. 


VT 0a ata reo 
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NFPA Member Departments 


HE Westinghouse Fire Com- 
pany (above) at the South Phila- 


delphia Works of Westinghouse Elec- 


tric Corp., this year celebrates its 25th 





HE Rothesay Fire Department, 

Kings County, New Brunswick, or- 
ganized in 1923 with a Model T Ford- 
Bickle chemical truck. Present equip- 
ment shown above includes a Chev- 
rolet-Bickle chemical truck, Chevrolet- 
Bickle 400 (Imperial) gpm pumper, a 
1,000-gallon Ford-LaFrance tank truck 
with 150 gpm pump and six-wheel 
drive, and a 150 gpm trailer pumper. 
Aluminum ladders are on order. 

Chief G. T. Sayre points out that the 
all volunteer crew practices several 
evenings per month during good 
weather. Each man is trained to do 
every job in the department. Due to 
weak hydrant supplies, fire to hydrant 
layouts are used in the village, with 
two 13-inch leader lines at the fire sup- 
plied by the pumper at the hydrant. 

The department protects a five-mile 
radius including Rothesay, Kingshurst, 
Riverside, Renforth, Fairvale, Gon- 
dola Point, Quisbamsis, and Model 
Farms. There are four sirens on the 
roof of the three-door fire station. The 
sirens point north, east, south and west 
and are operated from the telephone 
exchange. The village of Rothesay 
finances the department through taxes 
and other communities pay $10 per call. 
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mberley Village, Ohio, popu- 
lation 725, an exclusive residential 
suburb of Cincinnati, is protected by a 
combined Police and Fire force of eight 
paid men under Chief Charles Bird 
and Captain William J. Kreuger who 
serves as assistant fire chief. Members 
of the force attend state and local fire 
schools as available in addition to regu- 
lar company drills. All are trained in 
first aid and rescue work. 
Each member has an emergency 





anniversary. 
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It started with thirty- 
two members and a hand hose cart. 
Its first motor fire equipment was a 
Model T Ford with soda-acid chemical 
tank. The next acquisition was a 750 
gpm American LaFrance pumper. 

Early in the last war the plant 
Garage and Works Engineering Dept. 
employees built a 750 gpm pumper and 
a 500 gpm trailer pumper was _ pur- 
chased. Also a Buick sedan was con- 
verted into an ambulance. 

All of the fifty trained members of 
the plant fire company under Chief 
Howard Clark and Fire Marshal Milt 
Pancoast are members of volunteer fire 
companies in their home communities 
assuring cooperation with neighboring 
departments. 


phone at home and the fire truck is 
equipped with two-way radio. <A re- 
ciprocal agreement is in effect with six- 
teen other fire departments assuring 
ample assistance for large fires or 
simultaneous calls. Part of the com- 
pany is shown above with the attrac- 
tive station and apparatus. A fire pre- 
vention inspection of all homes in the 
four and one-half square-mile area 
served by the department is made 
annually. 







PROVIDES 
PUMP SUCTION 
ARRANGEMENT 
TO MEET YOUR 

SERVICE REQUIREMENTS 


([head ] ARE DESIGNED 
FOR HIGH EFFICIENCY WITH MULTIPLE 


ARRANGEMENT OF SUCTION INLETS 


hard-to-get-at plugs.” 





Other arrangements for hard suction or soft 
“ suction available, including 22 inch suction. 
\\ 


Soft woe de. 
connection “Front suction for those 
| See our representative for details. 


AMERICAN-|AFRANCE-FOAMITE [ORPORATION 


ELMIRA, NEW YORK, U. S. A. 


TORONTO. 9, ONTARIO. CANADA 
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TURN YOUR SPARE TIME INTO PROFITS 
$84.00 A WEEK FROM 2 SALES A DAY 


Sell RANDOLPH Fire Extinguishers ~ 


Every building holds a prospect 
Homes, Boats, Cars, Garages, Gas 
Stations, Shops, Laundries, Farms, 
Hotels, Stores, Factories. 


THEY WANT A RANDOLPH 
with its panic-proof trigger 
action that smothers the fire 
instantly in a snowy blanket 
of carbon dioxide. No mess, 
no water, no damage, even 
to food. It evaporates with- 
out a trace. 


YOU CAN QUALIFY for exclusive 
territory to sell the famous, na- 
tionally advertised Randolph used 
by leading industrial concerns every- 
where. 


Approved by 
Underwriters’ Laboratories 






Loe 


APPROVED... 


Quick profits await those who act at once. Four sales a 
day net $168.00 a week. Write today for full or part-time 
plan, territories, demonstration kit, ete. Don’t delay. 


RANDOLPH LABORATORIES, 


5 EAST KINZIE STREET 


Inc. 
CHICAGO 11, ILLINOIS 





HALE Type FZZ Portable 
Pumping Unit Fights Brush 
Fire from Moving Truck 


Picture shows a Hale Type FZZ Portabl« 
Pumping Unit fighting a brush fire from a 
moving truck. The unit can be mounted or 
carried on virtually any type of equipment, 
making it possible to fight fire while in mo- 
tion, using a booster tank for source of 
water. 

The FZZ will supply from draft. 60 U.S. 
Gallons per min. with 90 lbs. pump pres- 
sure up to 150 U.S. Gallons per min. at 30 
ibs. It can supply two capable fire streams 
through 1%" lines with %” tips. 


Write for FZZ folder to 
HAL FIRE PUMP COMPANY 
Conshohocken, Pa. 
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“KEEP YOUR HEAD” 


WITH A 
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Whether your preference be for leather, 
aluminum or ‘“‘plastic’’—send your inquiries 
to America’s oldest manufacturers of fire- 
men's equipment, who “build in” a century of 
experience in every CAIRNS product. In any 
style or material, there's a CAIRNS HELMET 
that will give you the utmost in protection, 
comfort and durability. The latest, the CAIRNS 
FLINTFLEX, with regulation head and front, 
Ss outstanding in the so-called “‘plastic’’ class 
Write for the Catalog No. 330 


CAIRNS & BROTHER 


Outfitters to Firemen Since 1836 
(ALLWOOD), CLIFTON, N. j. 


Coming Euents 


Alberta, Canada. The 40th An- 
nual Convention of the Dominion 
Association of Fire Chiefs will be 
held in Lethbridge, July 27-30, 
with Headquarters at the Hotel 
Marquis. Accommodations are 
being handled by Chief W. H. 
Short, Fire Department Head- 
quarters, Lethbridge, Alberta. 


Iowa. The 24th Annual Iowa Fire 
School is scheduled for May 18-21. 
The school is returning to State 
College at Ames after an absence 
of several years. 


Nebraska. The Nebraska State 
Fire School is to be held April 
27-29 at Grand Island, Nebraska. 

Ten 1-day regional fire training 
schools will be held as follows: 
April 4, David City; April 5, 
Papillion; April 7, Fairbury; April 
11, Holdrege; April 13, North 
Platte; April 15, Sidney; April 18, 
Alliance; April 20, Ainsworth; 
April 22, Creighton; April 25, 
West Point. 


West Virginia. The 18th Annual 
West Virginia State Fire School 
will be held at the University of 
West Virginia in Morgantown, 
July 26-29 





| The Fireman and 
| Electrical Equipment 


HE University of Michigan Press 
has issued a revised 1948 edition of 
| Bulletin 280, prepared by the Office of 
| Vocational Education, Department of 
| Publie Instruction, Lansing, and en- 
| titled “The Firemen and Electrical 
| Equipment, A Guide to Self Protec- 
| tion.” This attractively illustrated 
| 64-page booklet was prepared with the 
cooperation of the Consumers Power! 
Company, the Detroit Public Lighting 
Commission, the Detroit Edison Com- 
pany, the Michigan Rural Electrifica- 
tion Assn., and a number of fire service 
The publication has 
been reviewed by the Safety Commit- 
tee of the Edison Electric Institute and 
is believed suitable for general use 

| throughout the United States. 
Orders should be addressed to Prot 
| Thomas Diamond, Room 4200 Uni- 
versity High School, School of Educa- 
tion, University of Michigan, and 
checks should be made out to the Uni- 
versity of Michigan, Department of 
Vocational Education. Prices are 50c 
per copy for under 100 copies; 40¢ pe! 
copy for 100 to 999 copies, and 30¢ pe! 

| copy for 1,000 or more copies. 


organizations. 








[CoE cent 


BURGLAR 
AND 
HOLDUP 
ALARM 
SERVICES 


WATCH MAN’S 
REPORTING 
AND 
MANUAL 
FIRE ALARM 
SERVICE 


SPRINKLER 


AND 
WATERFLOW 
ALARM 

| SERVICE 


*Exclusive of banks, 


U. 5, Treasury, 
| Mints and Bullion 


Depositories 


The continuous high ratio of immunity from fire and 
burglary losses in ADT-protected properties throughout 
the years is proof of the outstanding effectiveness 
of ADT Central Station Electric Protection Services 


PERFORMANCE 


Attacks on ADT Protection . . . «© © «© ee ec ce co U89 
Entrances effected. . . Sr ae mer at oe er ee ae 
Captures as result of burglar alarms. er a iw cae 
Captures resulting from holdup alarms and other emergency 

signals .. ip iat a a <y 


Insurable values of properties ‘protected ‘$1, 992, 275,000* 

Ratio of losses in attacks on ADT Protection to insurable 

values protected ‘ eva ale 1/100th of 1% 
Immunity from burglary loss . a oe ae a ee ee 99-3, 


99 0% 


AVERAGE BURGLARY LOSS IMMUNITY DURING LAST TEN EN YEARS, 


Investigations of failures of watchmen to signal Central Sta- 

tions on schedule. . . . ole ie ‘eo oe ae ee 
Total number of signals recorded 354,318,888 
Watchmen’s patrol efficiency . ~ + « « « 9994/100ths % 
Fire alarms from Manual Boxes. . . ..... . . 1,656 
Insurable values of properties protected . $14,976,846,000 
Ratio of fire losses to insurable values protected 6/100ths of 1% 


‘ ‘ a oambis 94 
Fire loss immunity in 1947. ie «6 aha < I95% 


99 c0% 


AVERAGE FIRE LOSS IMMUNITY DURING THE LAST TEN YEARS 


Supervisory alarms of impairments of sprinkler systems. . 179,866 
Waterflow alarms of fires or serious leaks . 3,097 
Manual fire alarms ; . 151 
Insurable values of properties protected ‘97, 574,165,000 


| SUPERVISORY 
| 


Ratio of fire and water losses to insurable values protected 


3/100ths of 1% 
Fire loss immunity in 1947. . . « « 


” 99% 


AVERAGE FIRE LOSS IMMUNITY DURING THE LAST TEN YEARS 


Year after year the ADT performance records consistently and force- 
fully demonstrate the importance of continuous supervision, pe- 
riodic inspections and tests, and complete maintenance of protective 
signaling systems. Such specialized attention is your assurance of 


continually dependable operation. 


Controlled Companies of AMERICAN DISTRICT TELEGRAPH CO. 
155 Sixth Avenue. New York 13.N.Y 


CENTRAL STATIONS 
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How Long Will The Water Tank Last ? | HAGERSTOWN 


NCREASING interest is being 

shown in the use of water tank ap- 
paratus to supply fairly long lines of 
small hose for woods and brush fire 
work in rural and suburban communi- 
ties. N.F.P.A. specifications for rural 
pumpers 300-gallon 
water tank capacity and 500-gallon 
tank capacity is recommended on tank 
trucks not carrying large hose and 


recommend a 


other standard pumper equipment. 

Where short lines of hose are sup- 
plied by tank apparatus for building 
fire fighting, the 11-in. hose is proving 
popular because frequently it is more 
effective than the more limited capaci- 
ties of the 34 and 1-in. booster hose. 
However, on forestry lines supplied by 
fire department tank apparatus a con- 
siderable number of departments are 
using 11%-in. cotton rubber lined for- 
estry hose. This hose is easy to handle 
in the woods and provides an efficient 
stream if the proper nozzles are em- 
ployed. Obviously, it is a compromise 
between the small booster line and the 
larger 114-in. c.r.l. hose. 

A question that comes to mind is: 
How long will a 300-gallon water tank 
on a pumper discharge an uninter- 
rupted stream through perhaps a 
500-ft. line of 1%-in. c¢.r.l. forestry 
hose, assuming a 4-in. tip discharging 
at 50 psi.? 

To find the answer we will note that 
the 14-in. nozzle tip at 50 psi dis- 
charges 12.9 gpm. However, in in- 
stances where the hose is not carried 
charged with water, the amount of 
water required to fill the hose must be 
deducted from the 300 gallons in the 
tank. In determining the theoretical 
quantity of water required to fill the 
hose, we note that a 11%-in. circle has 
an area of .9940 sq. in. This is multi- 
plied by the number of inches in a 50- 
ft. length of hose or 600 inches. (600 
x .9940 = 596.4 cu. in.) x 10 lengths of 
hose = 5964 cu. in. contents in 500 ft. 
of 1%-in. hose. 

As there are 231 cu. in. per U. 8. 
gallon we find that about 25.81 gal- 
lons are required to fill our 500 ft. line 
of 1\%-in. forestry hose. Actually, un- 
der pressure, the hose will expand 
slightly so that a little more water will 
be required to fill the hose. But for 
practical purposes this fact may be dis- 
regarded. In brief, it takes somewhat 
over 5 gallons to fill a 100-ft. line of 
1).-in. forestry hose. 

Thus with the 500-ft. line filled we 


have approximately 274 gallons of 
effective tank capacity. This divided 
by 12.9 gpm gives over 21 minutes of 
continuous operation of a 4-in. tip 
supplied by the 300-gallon tank of 
water. Of course, under actual forest 
fire conditions a stream is seldom op- 
erated steadily and it is probable that 
the 300-gallon tank could be expected 
to last 45 minutes or more. The period 
of operation would also be increased 
considerably by the use of one of the 
more modern types of forest fire nozzles 
now available. Some of these nozzles 
discharging 6 to 8 gpm at 80 psi would 
permit up to 45 minutes of continuous 
operation from a 300-gallon tank. 
Such a tip coupled with the use of a 
proper wetting agent should give equal 
or better performance than the old 
'4-in. solid stream tip for forest or 
brush fire work. Many departments 
use a 34¢-in. orifice on their brush fire 
lines. This is a 7 gpm stream at 50 psi. 
Solid streams customarily are operated 
at lower pressures than fog type tips. 

Where the 34 or 1-in. booster hose is 
used from tank apparatus the per- 
formance will be similar to the 1%-in. 
c.r.l. forestry hose except that the fric- 
tion loss will be higher with any given 
flow as the size of hose decreases. 

Some departments use short lines 
of 1%-in. ¢.r.l. hose with tank appar- 
atus. This reduces the friction loss as 
compared with the smaller diameter 
hose using the same small size of tip. 
On the other hand, a 500-ft. line of 
114-in. hose requires 46 gallons to fill, 
precluding use of long 114-in. lines 
from tank apparatus although long 
lines often may be necessary for reach- 
ing inaccessible locations where it is 
impossible to drive such apparatus 
and where no independent water sup- 
plies are available for portable pump- 
ing equipment. 

At a later date the subject of friction 
loss in long lines of small hose, both 
lined and unlined, will be discussed. 
In general, friction loss should not be 
a major problem with lines of a length 
it is practicable to supply from water 
tank apparatus. In most instances the 
pump on a water tank truck operating 
at 100 psi. will provide satisfactory 
nozzle pressures for small nozzle tips 
up to 1,000-ft. distant from the pump. 
Lines of greater length would be sup- 
plied by portable pumping equipment 
or by larger pumpers taking suction 
from open water sources. 
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Chief D. E. Beckley has ordered 
2 more Dryers, making a total of 
3 Hagerstown stations Circul-Air 
equipped within the past year. 


Thus, this historic Maryland city - 
one of many Circul-Air users in 
the Tidewater Country - joins the 
hundreds of other towns to re- 
order for additional stations, after 
an initial installation proved the 
worth of this modern Dryer. 


(acu asnscomammenne 
FIRE HOSE DRYER 


V Dries hose in a few hours 


y Saves space — fits in any 
corner 


Keeps all hose ready for 
for service 


¥ Makes good hose last 
longer 


v Reduces new building costs 
¥ Improves station design 
V Dries fire clothing, too 


WRITE FOR FREE BOOKLET 





New 24-page 
booklet shows 
illustrations and 
plans of smart, 
new, functionally 
designed fire sta- 
tions. Needed 
by every Build- 
ing Committee, 
Fire Chief and 
Fire Department 
Architect. Your 
free copy is now 
available. 
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CAN PAY for ITSELF 
IN 6 MONTHS 


By eliminating Dry Batteries 


5” TRUE parabolic, silver plated 
reflector; 25,000 c.p. beam; 1/3 mile 
range; sturdy metal case; corrosion 
proof terminals 


Only 
72 
ounces 
a 
Will 
not 
spill 
in 
ANY 
posi- 
tion 


Battery change 
in 10. seconds 
without return- 
ing to factory 


NON-SPILLABLE RECHARGEABLE 
Type G-23 


MASTER-LIGHT 


for FIREMEN 
POLICE and WATCHMEN 


Write for new Emergency Lighting Bulletin 


CARPENTER LIGHTS 


168 MASTER-LIGHT BLDC. 
BOSTON - 45 - 
SOMERVILLE, MASS. 


INDEX 
TO ADVERTISERS 


American District Telegraph 
Co. 

American-LaFrance-Foamite 
Corp. 

John Bean Mfg. Co. 

Cairns & Brother 

Carpenter Mig. Co 

The Circul-Air Corp. 

W.S. Darley & Co 

Federal Electric Co 

The Gamewell Co 

Hale Fire Pump Co 

Mack Mfg. Corp. 

Midwestern Mfg. Corp 

Mine Safety Appliances Co 

Randolph Laboratories 


D. B. Smith & Co 


When you write to advertisers, 
please mention FIREMEN 
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MANUFACTURERS’ 


New Dry Chemical Extinguisher 


The All-Out Manufacturing Corp. of 
2 Park Ave., New York City, has a new 
dry chemical fire extinguisher. This ex- 
tinguisher, illustrated below, contains 
ten pounds of All-Out dry chemical 

extinguishing 

compound which 

is expelled in a 

flat stream by the 

release of com- 

pressed gas from 

a small cylinder 

attached to the 

side of the appli- 

ance. As. with 

other approved 

dry chemical ex- 

tinguishers, the 

extinguishing 

ae agent is non-toxic, 

— non-abrasive, and 

is a non-conductor 

of electricity. The 

appliance is approved for use on Class B 

and C fires by Underwriters’ Labora- 
tories and the Factory Mutuals. 


New Manco Cutting Tool 


The Manco Mfg. Co. of Bradley, IIl., 
has announced a new low cost cutter as 
an addition to its quality line of hand 
tools. This new cutter, called the Manco 
Junior, is designed to fill the need for a 
cutting tool between the wire cutting 
plier and the higher priced bolt cutter. 


According to the manufacturer, fifty 
pounds pressure at the handles affords 
two tons cutting power at the jaws yet its 
convenient tool box size is only twelve 
inches overall. The Manco Junior can be 
used to cut mild steel bolts up to 4 inch, 
rods, screws, rivets, nails, fencing of any 
hardness up to heat treated or hardened 
steel. For complete information write to 
the Manco Mfg. Co., Bradley, Illinois. 


ANNOUNCEMENTS 


New Waste Can By General Detroit 


A new container for storying oily rags 
and similar flammable waste is an- 
nounced by The General Detroit Corp., 
2230 E. Jefferson Ave., Detroit 7, Mich. 
Called Safe Guard Combustible Waste 
Cans, the new containers are available in 
pedal and manually operated models and 
in 7, 9, 12, and 
15 gallon sizes. 

Outstanding 

features of the 

new containers 

as described by 

the manufac- 

turer include a 

cylindrical 

body which 

extends all the 

way to the 

floor; a bottom 

which is re- 

cessed and 

soldered into 

the can for extra strength; and strong 
carrying handle. The entire container is 
constructed of heavy gauge rust-proof 
zinc coated steel. Double operating arms 
are provided which equalize the pressure 
load when the pedal is depressed and 
minimize the strain on the hinge. The 
pedal operating mechanism is concealed 
to prevent distortion and the levers are 
bronze bushed to prevent corrosion and 
“freezing.”’ Safe Guard Combustible 
Waste Cans are approved by Under- 
writers’ Laboratories. Full details are 
available from the manufacturer. 


& 
Acme Protection Offers Bulletins 


Acme Protection Equipment Com- 
pany of Chicago has just released a series 
of illustrated bulletins presenting a wide 
range of protection equipment for all 
types of smokes, organic vapors, acid 
gases, carbon monoxide, ammonia, etc. 

In addition to bulletins featuring the 
Acme Full-Vision gas masks and can- 
isters, a special bulletin includes detailed 
information on Acme’s equipment for fire 
departments. Copies may be obtained 
by writing direct to Acme Protection 
Equipment Company, 3037 West Lake 
Street, Chicago 12, Illinois. 


Horses were standard fire department equipment when the City of Boston pur- 
chased Water Tower No. 2 in 1894. During the years this 55 ft. tower has faith- 
fully served the city, horses have disappeared forever from fire houses and fire-fighting 
techniques have undergone complete revolution. But the veteran tower, which has had 
several motor tractors during its long service, is now teamed with the latest model 
Type 19 Mack tractor. Thus it retains its place in the front ranks of Boston’s up-to- 
date fire-fighting equipment and faces many more years of active service. 
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it & Rubber Co. Mill & Mine Supply Co. 
2700 Fourth Ave. Fred E 
Seattle, Wash. 2005 § 
Fred E. Barnett Co. 
600 Spring St. 
Klamath Falls, Oregon 
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8th Ave. Bingham & Hobbs Equip. Co. 0 
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BEA FOG FIRE FIGHTER 


PAYS OFF! 


THE BEAN FOG FIRE FIGHTER recently delivered to 
Carrollton. Bean High-Pressure Fog Fire Fighters 


carry their own water supply—provide two guns of 
UNDERWRITERS’ LABORATORIES APPROVED 30 gallons each—850 Ibs. pump pressure. Delivered 
complete with all accessories. 


“Hopeless” blaze quickly brought under control 
with new Bean high-pressure equipment 


HE newspaper of Carrollton, Ohio, has plenty of — Press Standard has to say about the fire and their new 
reason to thank its community and fire department Bean equipment! 
for selecting a Bean High-Pressure Fog Fire Fighter. ee. ae 
© “—it would have b bsolutely i ible to hav 
Recently, the new Fog Fire Fighter paid for itself many amie ware a ae utely impossible to bave 
times over by halting a blaze which threatened to be re -— es ad it not been for the new 
a total loss. fog equipment. 


The fire occurred at the Carrollton Free Press Stand- “—almost unbelievable how little water damage 
ard, the local newspaper. In a few minutes the flames there was due ” the use of the fire department's 
were so well under way that observers called it hope- new fog equipment. 
less. However, the moment the Bean Fog Fire Fighter “the equipment has paid for itself, and paid well.” 
went into action the blaze was being controlled and “at no time after . 


. . did the flames gain any 
was put out with minimum damage! headway.” 


Read what the grateful staff of the Carrollton Free “—thanks to the community for getting it for us.” 


IGH-PRESSURE FOG FIRE FIGHTER 


CAN BE MOUNTED ON MOST STANDARD TRUCK CHASSIS 


FOOD MACHINERY CORPORATION 
JOHN BEAN MFG. CO., DEPT. 127, LANSING 4, MICH. ©  BEAN-CUTLER DIVISION, 426 JULIAN ST., SAN JOSE, CALIF. 


BUILDERS OF BEAN HIGH-PRESSURE PUMPS FOR OVER 60 aCe 








